SERVICE SPECIFICATIONS — DOOR LOCK SS-49 


DOOR LOCK 


FRONT DOOR LOCK 
Part Tightened N*m kgf*cm ft*Ibf 
Front door lock assembly x Door | 5.0 51 44 in.*lbf 
panel 
Door outside handle x Door 4.0 41 35 in.*lbf 
outside handle frame 

REAR DOOR LOCK 
Part Tightened N*m kgf*cm ft*Ibf 
Rear door lock assembly x Door | 5.0 51 44 in.*lbf 
panel 
Door outside handle x Door 4.0 41 35 in.*lbf 
outside handle frame 


